but who really were his assassins is still unknown. Some assert that he was shot by the grenadiers of Bonaparte's Italian guard; others say, by a detachment of the Gendarmes d'Elite; and others again, that the men of both these corps refused to fire, and that General Murat, hearing the troops murmur, and fearing their mutiny, was himself the executioner of this young and innocent prince of the House of Bourbon, by riding up to him and blowing out his brains with a pistol. Certain it is that Murat was the first, and Louis Bonaparte the second in command, on this dreadful occasion.ct   he
